A Mission Health 


Advanced Biologics for Faster Healing and Improved Quality of Life 


At Mission Health, we are committed to helping your patients heal faster and restore 
their quality of life through cutting-edge advanced biologics. We offer Artacent AC, a 
trusted biologic solution, to clinicians, hospitals, and wound care specialists throughout 
Western and Central New York. 


Our Services and Reach: 


Based in Rochester, NY, Mission Health has proudly served as a premier provider of 
advanced wound care equipment and biologic solutions to healthcare organizations 
across Rochester, Syracuse, Utica, Greater Buffalo-Niagara, Upstate New York, and 
beyond. Our dedication to improving patient outcomes has made us a leading partner in 
wound care, and we continue to expand our reach to meet the needs of healthcare 
providers across the region. 


Our Product Offerings: 


We understand the challenges patients face when dealing with complex and chronic 
wounds. Our product offerings include: 


e Artacent AC: A biologic wound care product that helps promote faster healing 
and restores tissue integrity, designed specifically for chronic and difficult-to-treat 
wounds. 

e Advanced Wound Care Supplies: State-of-the-art wound care products that 
support healing and provide comfort for patients at all stages of care, from 
hospital to home. 

e Support Surfaces: Our pressure-relieving support surfaces are designed to 
reduce the risk of pressure ulcers and improve patient comfort and recovery. 

e Patient Handling Products: We offer a full range of patient handling products, 
including lift systems, mobility aids, and ergonomic tools to ensure safe patient 
movement and care. 


Comprehensive Support for Healthcare Providers: 


At Mission Health, we not only supply top-tier wound care equipment but also provide 
the expert support that clinicians and healthcare teams need to ensure successful 


patient outcomes. We work closely with hospitals, clinics, and home health agencies to 
integrate advanced biologics and wound care supplies seamlessly into patient care 
plans. Our expert staff is available for training, consultation, and installation services to 
ensure the proper use of all our products. 


Healing from Hospital to Home: 


Whether your patient is receiving care in the hospital, outpatient clinic, or at home, 
Mission Health is ready to meet your needs. We provide timely delivery services across 
the region, ensuring that your wound care supplies and biologic treatments are always 
available when you need them. 


Why Choose Mission Health? 


e Proven Expertise: Decades of experience providing wound care solutions to 
healthcare providers in New York. 

e Innovative Products: Access to Artacent AC and other state-of-the-art biologic 
treatments to accelerate healing. 

e Comprehensive Support: Full-service support from product installation to patient 
care guidance and education. 

e Regional Coverage: Serving healthcare facilities throughout Western, Central, 
and Upstate New York, ensuring a reliable supply of advanced biologics and 
wound care products. 


Partner with Us: 


At Mission Health, we take pride in our role as a trusted partner in improving the lives of 
patients and assisting healthcare providers in delivering the highest standard of care. 
Whether you are looking for advanced biologics, wound care supplies, or patient 
handling solutions, we are here to help. 


Contact us today to learn more about how our products and services can support your 
practice and help your patients heal faster. 


